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WELS! 


BOROUGH  OF  MONTGOMER  Y. 


ANNUAL  REPORT  of  the  Medical  Qffg.jcer  of  Health  for  the  year,  1951 . 

OCTOBER,  1952 , 


Gentlemen, 

I beg  to  submit  a report  on  the  Health  and  Sanitary 

Conditions  of  the  Borough  for  the  year  1951. 

Estimated  Population  874 

BIRTHS  There  were  twelve  births  during  the  year.  Eight  Bales  and 
pour  pamalos,  one  of  these  was  illegitimate,  ' .There 
was  one  female  still  birth.  The  crude  birth  rate  per  1000 
was  13.8  and  the  corrected  birth  rate  16,6,  The  Birth 
Rate  for  England  and  Wales  was  15,5, 

DEATHS . There  were  21  deaths  during  the  year.  Ton  Males  and  Eloven 
Females,  giving  death  rate  of  24  per  1000,  The  adjusted 
death  rate  was  18,2  compared  with  12,5  for  England  and  Wales, 


CAUSES  OF  DEATH.  Malignant  Neoplasm  of  Lung  2 

Other  Malignant  Tumours  2 

Vascular  lesions  of  Nervous  System  3 

Heart  Diseases  10 

Influenza  and  disoases  lof  Respiratory 

System  3 

Accidental  1 

NOTIFIABLE  INFECTIOUS  DISEASEv  Acute  iubar  Pneumonia  $ 

Whooping  Cough  45 

Measles  71 

There  wore  no  deaths . 


TUBERCULOSIS . Two  cases  of  pulmunary  tuberculosis  were  notified 

during  the  year.  One  of  these  oame  from  another 
area*  There  were  no  deaths, 

DIPHTHERIA  IMMUNISATION  This  is  carried,  out  by  the  Cohnty  Counoil 
at  the  scholl  clinics, 

CLINICS , There  are  no  clinics  in  the  Borough.  Orthopedic  clinics 
and  Tuberculosis  clinics  are  held  frequently  at  Newtown 
and  Welshpool,  Consultants  from  ShrewshjiTy  and  Wrexham 
attend  at  the  Welshpool  and  Newtown  Hospitals  for  all 
the  other  clinics, 

AMBULANCE  SERVICE.  The  Ambulance  and  silting  car  service  is  a 

voluntary  service,  it  is  very  efficiently  run  and  is 
a great  boon  to  the  Community, 

WATER.  The  Summer  of  1951  was  a fairly  dry  one,  so  very  little 
water  was  yielded  by  the  Po-yis  and  Corfield  Springs,  In 
consequence,  most  of  the  water  required  for  the  needs  of  the 
Town  had  to  be  pumped  from  the  Boreholes  at  Rhiewgoch,  A 
sufficiency  of  water  was  available. 

Samples  taken  from  Bacteriological  Examination  proved 
that  the  quality  of  the  water  was  highly  satisfactory.  All 
water  used  for  drinking  and  domestic  purposes  is  chlorinated  . 

During  the  year,  six  more  houses  were  connected  to 
the  Town  supply,  and  also  one  sot  of  Farm  Buildings. 

Forty  Four  houses  in  the  outer  distriot  have  their  own 
supply,  .and  many  of  these,  in  the  Hendomen  area,  will  in  the 
near  future,  be  connected  to  the  Town  supply, 

HENDOMEN  Work  on  the  scheme  for  providing  the  hamlet  of  Hendomen 
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in  the  outer  district  with  water  commenced  in  December , 

k and  when  this  is  completed,  twenty  houses  will  be  able 

to  have  a piped'  supply  laid  to  the  houses* 

NEW  HOUSES  During  the  year,  three  houses  v/ere  built  by  private 
enterprise,  PROPOSED  COUNCIL  HOUSES  - Although  every 
effort  has  been  made  by  the  Council  i’o  build  badly  needed 
houses  on  a site  already  owned  by  them,  no  progress 
whatever  has  been  made,  and  the  position  is  exactly  the 
same  now  as  it  was  when  the  last  annual  report  was 
submitted. 

The  proposal  is  to  build  twelve  houses,  and  it  has  been 
found  that  it  is  immpossible  to  obtain  a tender  at  a price 
which  is  acceptable  to  either  the  Counoil  or  the  Ministry 
Department,  Negotiations  regarding  the  erection  of 
permanent  pre- fabricated  houses  commenced  a year  or  so 
age,  and  these  negotiations  still  continue.  In  the 
meantime, >no  houses  can  be  built,  and  the  Council  is  quite 
helpless  in  the  matter, 

DRAINAGE  AND  SEWERAGE . Although  a detailed  survey  has  been  made, 
no  progress’  has  been  made  towards  providing  the  Sewage 
Disposal  Plant  which  is  bo  urgently  required.  At  present 
crude  sewage  is  discharged  from  two  outfalls  into  open 
ditches.  It  appears  that  before  a scheme  can  be  presented 
wet  and  dry  weather  guagings  have  been  taken  at  both 
outfalls.  Wet  weather  guagings  have  been  taken,  and 

the  work  of  taking  dry  weather  guagings  is  in  progress. 

CLOSET  AC  COMMODAT I ON . During  the  year,  four  more  conversions  from 
Conservancy  to  water  carriage  system  were  made,  and  in 
addition,  outdoor  Public  sanitary  conveniences  were  installed 
at  one  Hotel, 

PUBLIC  CLEANSING,  No  Public  Cleansing  or  disinfections  were 
necessary  during  the  year, 

INSPECTION  AND  SUPERVISION  01?  ROOD,  The  County  Agricultural 
Executive  Committee,  on  behalf  oft  the  Ministry  of 
Agrioultura  and  Eisheries,  supervise  methods  of  Milk 
Production,  and  inspeot  farm  premises  connected  with  this. 

So  far  as  distribution  is  concerned,  there  are  no  complaints, 

MEAT  INSPECTION.  The  slaughtering  of  animals  for  human  consumption 
is  soill  centralised^  and  for  this  area,  it  is  carried  out 
at  Newborn,  under  Government  arrangement a 0 Shpps  and  vans 
are  kept  under  supervision,  and  during  the  year,  conditions 
were  again  satisfactory. 

BALE  HOUSES  The  two  bakehouses  in  the  area  are  regularly 

inspected,  and  are  kept  in  satisfactory  condition, 

SANITARY  INSPECTION  OE  THE  AREA.  The  District  has  been  regularly 
inspected,  and  whore  defects  have  been  found,  they  have 
been  remedied, 

SCHOOLS , The  Town  'water  supply  in  laid  on  to  the  School  and  the 

School  Canteen,  A scheme  for  re-oonstructing  this  school, 
the  only  one  in  the  area,  will  shortly  bo  put  into  operation 
and  conversion  will  be  made  from  the  existing  conservancy 
system  to  water  carriage* 

DISPOSAL  OE  DOMESTIC  RSEUSE , Tipping  of  domestic  refuse  is  carried 
on  a site  about  one  mile  away  from  the-'Town,  and  conditions 
are  satisfactory.  It  is  regularly  visited  by  the  Rodent 
Operator, 

I am,  Sirs. 

Your  obedient  Servant, 

S.J.  STEWART. 
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